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IMIDDTJCTI® 

1. The- Moscow Telecenter was located approximately two- three kilo- 
meters south of the Krymskiy Bridge | | 



Point 2 Building which housed the picture and sound transmitter 

Point 3 Television antenna 

Point 4 Gfuardhouse 

Point 5 Radio broadoasting building (?) 




2 . 


EGA experts buill;^ between the years the 

television studio portion of this os n|erj inoluding ths build^ ga 


dssignatsd Po int 1 and Point 2 abovs# 


Pol 


[1946 th«rt.w«a a ointlo oanora opora- 
tiag in tht otudlo c.nd two oamorm wort aTailftbl* for iiraai- 
.mlttlag f limit Shin win only a fiv loonoioopii In rtiirTi 
(probably ROA produoti)| and two of thiii win la-^ glrin to 
8RB 83? in PryailtM for tbi niw 623-llni atudle /diiorlbid 
In paragraph thrij/* 


3. Although the Moioow Seleoanter wai well maintained and operated^, 
the Soviet engineers .did not have the neoeieary experllnoe to 
oonvert It from 373 llnea' to 62? llnee. Our group wai therefore 
given this assignment • She Soviet engineers thought this 
oould be aooompllshsd with minor adjustments to the existing 
sets, and it was therefore dlfflOult to oonvlnoe them that this . 
oonverelon< would neoeesltate a oompletely new Installation 
and would take a long while. At length, howeyer, It was agreed 
that ] I 3KB 833 at Inetltute 160 should first build a 
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modal inatallation; at tha same time the old RCA installation 
was to be kept in operation* When the model was in working 
order a new installation, patterned after the model, was to 
be built and was to replace the RCA installa,tion. The de- 
velopment of the model installation was assigned to SKB 855 
at Pryassinoj and the permanent installation to HII 580, Leningrad* 

TEE MODEL IRSTALLATlow 50X1-HUM 


task at Pryazino was made difficult by the lack of material*, 
poor working equipmen'^ and a shortage of workshop personnel. 


QM daa d llnea whioh seemed foolish 

! 
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loonOBoop* 
5. 


^ RCA ioonoioope*. Apparently th* USSR had purohaa*d 

•everal of thee* shortly after World War 11. .Ell 160 repro- 
duoed these and they were used both for th* etudio and the 
film oamerae. 
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Studio Camera 


6. The oasitig, the optioB,and the foousing equipment of th* studio 
oamera were all made at' Ferae eh A.O. . This material had been 
obtained from East Gfei'meny, slnoe it was not available at that 
time in the USSR. Th* loonosoop* swltoh for this, etnulpment 
was arranged in a epeolal manneri | Clamps, the 

brightness of whioh oould be varied, behind tha ioonosoope* and 
used these to oompensat* for the Interf'arenoe signal of the 
loonosoop*. The following is a eketoh o f the studio oaaerai 
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Film Oamera 



and the 
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swltoh was identical to that of the etudio oamera. To conform 
with a speolflo request of the Soviets, the oamera was equipped 
wit^ a carriage rail whioh facilitated the quick exchange of 
cameras, should one break down. 
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^hading Peek for the Camera ‘ 

8* At Berlin-Adlerehof all accessory apparatus of the camera 
had been installed in one section of a tripartite amplifier 
desk. This was not done . in Moscowj since a shortage of material 
made it necessary to distribute the accessory functions among 
two amplifier desks. The shading desk apparatus looked as 
follows: 



Relay Commutator 

9« The camera. and camera amplifier desk were contained in one 
unit, ^ree pictures/ selected from a large number i could be 
shown on the preview monitors; which were located on the direc- 
tor’s desk. T'he relay commutator used for this purpose could be 
serviced from the. front* The principles of the relay commutator 
were as follows:, 
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10. The terminal amplifier was geared meohanloalljr to follow the 
relajr oommutator and mixing devise. 


Control Desk ^ 

' ' ' . ■ ' . 

11. A oontrol deak| tqulppid with plotura and oeiolllograph oontroXti 
was looatad at the end of the main oable* 

Director* a Peak ■ 50X1 -HUM 

12 • It waa partloularly difficult to agree on the form of the 

dlreotor*a deak beoauae it wae located high above the atudio 
floor and beoauae the Sovleta believed that the tachnloal ’ 
peraonnel a erviolng thla unit ahould look ov er the deak Into . . 
the atudio • | ' _ | the performance 

ahould be directed mainly by the picture which appeared on 
the aoreen the aarne picture which would be vlalble to the 
audience of a televlalon performance* For thla reaaon,i the form 
of the SKB model waa aim llar to that w hloh had finally been 
developed at Adlerehof* . P I propoeal waa not aooaptad 

by the Soviet englnoera engaged In the development of the final 
lnatallatlona« Sketch A below ahows the director's pro- 
posed by the German enginaera and rejected by the Sovletei 
sketch B shows the form of the director* a desk which the 
Soviete aooaptad. . 50X1 -HUM 
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15* In the final Moscow installation^ the angle between the elements 
of the desk and the instruments above the director *s window 
was unproportionally great and cumbersome • It necessitated 
tremendous movement of the operator's head^ which doubtlessly 
will result in the operator's rapidly becoming unduly fatigued* 

Shading 

14 • The model of 6KB had a centralized shading compensation^ Ex- 
perience gained in the operation of the model resulted in 
each camera channel having its own shading desk in the final 
installation in Moscowo This made the channel appear as follows* 


Installation Housing 



MoS>C€>*0 


15*. Electrically speaking, the installation's main component parts 
were the same as those which had been used in Adlershof* 

However, through, simplification of the switching devices and 
by making the arrangement more compact and smooth, the entire 
installation could be housed in one-third of a camera ampli-^ 
fier desk (as shown below). 

THE FINAL, INSTALLATION IR MOSCOW 

16. The final installation for Moscow^ under development in Leningrad, 
was not completed on the scheduled date set by the Soviets. 

Therefore, the technical management made two decisions j 

" a. To temporarily use the old RCA installation during March 
1948 . 

b. To discontinue the SKB and merge its staff with that of 
the Television Institute (the "Forest Institute") lo- 
cated in Leningrad 50X1 -HUM 

n April 1948} the staff of the SKB was distributed 
among the laboratories of the Leningrad Institute as "consultants "t 
Finally- in 1949-50 the final installation was made operative^ 
and the Moscow studio building was remodelled ahd enlarged. 

Optical Commutation between the Film Scanning Bevioes and the 

Iconoscope Cameras 

17 .. To best utilize all apparatuses and to have a reserve in case 
' /['■.pf a breakdown, the following arrangement of the film scanning 
' ;. devioej recommended by the Soviets, was employed* 



~Td}enho^ 
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thrtf film oamtrBff R./ P.,tnd. R, oparattd ovar 50X1-HUM 

optlotl davloa which waa aq.ulppad wltR thpaa^raTolvlaf Birrori» 

S>Sp^, and S-Sp on two loeneaoopait k film of mora than 

ona aot waa'plapad altaraAtaly on projaotosa R. and R,. uainc oanfra 
£.• Iha fading oohtrel w^a axaoutad vith t^a aid o^ fha fivolT- 
ing mirror S-Sp^. Zf oamara hroha down^tha oanara oould ba 

D 0 ▼ a d aithar to tha laf t or rightj and oanaraa X. or X* oould 
taka ovar . Whathar thia oparation waa auooaaaful'or not aap 


not known 
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OBHBRAL PUS OP' BHB MOSOOW gSMOMm 

16> Aa atatad pravioualyi whan tha old ROA inatailation waa raplaoad 
by tha Ba?-llna inatalla tioni tha Moao ow atttdd,6 building waa ra- 
Bodalladj, and anlargadi I tha talawiaion tranamittal 

inatailation waa arrangad aa.followat 
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CktHlit 







fhtiffmhr 






imH 




Qonmant . I 

Iha talpoantar (S 55"^3» 'V 37‘”37) !• looatad approxlmataly two kiloaatara aouti 
of tha Et^akiy Bridga, vhloh orosaaa tha Moakva Rlwar la an aait-aouth-aaatar3 
diraotloni So road from tha bridga laada atralght to tha tolaoantar* 
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